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REfERENCEONLV 
DART SERVICE INSTRUCTION 
TO AMEND INSTALLATION 
INSTRUCTIONS 0350-561 REV. C 
. 
REF. CANAOIAN STC: SH91-20 ISSUE 2 
REF. FAA STC: SH856NE 


.. To .r.e.du~vibration, 
Dart has developed the 0350-561-141/-143 
Mirror Installations to replace the 0350-561- 
.\f:'041/,043 Mirror Installations. 
For customers with 0350-561-041/-043 
Mirror Installations at CHG 005 or earlier 
.,? ~whb wouldlike 
to upgrade their installation, the OSI 9379-011 Upgrade Kit can be obtained from Dart. The 
:, ~';Compbnents for OSI 9379-011 Kit are as defined in Section 1.0 below. 


. c.ustomers upgrading their installation from 0350-561-041/-043 
to 0350-561-141/-143 
should follow instructions 
given in Figures 1 through 5 of OSI 9379 and refer to Installation Instructions 0350-561 Rev. C as applicable . 
.,", 
'.. 
.. 
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': 
Customers who are installing a 0350-561-141/-143, 
should refer to Figures 2 through 5 of OSI 9379 and refer to 
Installation Instructions 0350-561 Rev, C as applicable. 
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LATERAL 
LONGITUDINAL 
Installation 
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Weight 
Arm 
Moment 
Arm 
Moment 
0350-561-041 
2.51b 
+39.0 in 
+97.5 in-Ib 
9.0 in 
22.5 in-Ib 
Single Mirror Installation 
1.1 ka 
+0.99 m 
+1.09 m-kg 
0.23 m 
0.25 m-ka 
0350-561-043 
3.21b 
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